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QUALIFICATION  TEST  REPORT 
FOR  MODEL  SPECIFICATION  S-133-111-1-39  AND 
QUALIFICATION  SUPPLE: LENT  I  THEREOF, 
ARRESTER  SET,  ELECTRICAL  SURGE,  LAUNCH  FACILITY 


1.  SCOPE  -  Thio  qualification  report,  whiw'i  is  t  -elate-’  with  ''  - 

..  .j.lvo  Trade  specification  (2-133-111-1-39 «  D2-132o>)  t  :  i„  ..-.ilicntioa 
r:.  >lcmcnt  (D2-13269-1),  covers  the  qualification  testing  of  the  Arrester 
Sec,  1-lcetric.EL  Surge,  MX-40G3/CSQ-54,  hereinafter  termed  "ESA".  Also 
covered  is  the  certification  of  full  compliance  with  qualification  require¬ 
ments  of  the  fore said  supplement. 

2.  GENERAL  INFORMATION 

2.1  References  -  The  following  non-Govcrnrasnt  documents -form  the 
complete  basis  of  this  Qualification  Test  Report. 


The  Boeing  Company 

02-13289  6  July  1962 

(AF  Approval 
Pending  10  April  1962) 

D2-13289-1  7  August  1962 

(AF  Tech.  Approval 
Pending  7  August  1962) 


D2-13288-2  19  February  1963 


D2-9105  8  August  1962 


T2-2979 

(Secret) 


12-2978-1 
and  -2 


19  January  1963 


19  January  1963 


Model  Specification,  Arrester 
Sot,  Electrical  Surge,  Launch 
Facility  (S-133-111-1-39) 

Supplement  I  to  Model  Specifi¬ 
cation  S-133-111-1-33  'lifi- 
catior*  Requirements  a:.  -ting. 
Arrestor  Sot,  Slectriceu.  Surge, 
Launch  Facility 

Qualification  Tost  Rope  ’t  for 
Model  Specification  S-133-H2-1- 
26,  and  Qualification  Supplement 
1  Thereof,  Arrestor  Set,  Electrical 
Surge,  Launch  Control  Facility 

Detail  Qualification  .  .1 

Procedure  for  the  Arrester  Set, 
Electrical  Surge,  Launch  Facility 
(S-133-111-1-39)  and  LCF 
(S-133-112-1-26) 

Qualification  Data  F-ckago, 

EM  Pulse  Data  for  the  Arrester 
Sot,  Electrical  Surge, 

Figure  "A"  1373 

Qualification  Data  Package, 

Arrester  Set,  Electrical  Surge, 
Figure  "A"  1373 


(Application  for  copie  a  ahould  be  addressed  to  The  Boeing  Company 
Aero-Space  Division,  P.  0.  Box  3985,  Seattle  24,  Washington). 
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2.1  (Continued) 


Space  Technology  Laboratories,  lac. 

TD  62-4464  Rev.  31  May  1962  by 
BSD  Letter  3SQAX-1/ 

MAJ  WET33I/31-5-2-HO 

2.2  Qualification  by  Similarity  -  Qualification  of  the  equipment 
described  herein  (Part  Number  25-29935-2  which  consists  of  Part  Number 
25-29935-il  and  25-29935-12)  is  accomplished  by  their  physical  and  functional 
similarity  to  the  equipment  tested  (Part  Number  25-29935-3)  and  described  . 
in  D2-13288-3v 


Technical  .*oci'h' • 
"Qualificr.u ion  of  h~ 
Cuh  and 


WO  D2-13285-2 
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3*  CERTIFICATION  OF  SALIFICATION 


I  hereby  certify  that  the  Arrester  Jot,  Electric-!  Surge* 
MX-3SSVGSV/-4,  Boeirg  Drawing  Nun-;. or  25-29535,  Part  Numbers 
25-29935-H*  and  25-29935-12*;  Figure  "A"  Number  137\  has 
evidenced  full  compliance  with  Supplement  I*  Qualification 
Requirements  and  Testing*  dated  7  August  19o2*  (A.F.  Tech. 
Approval  Pending  7  August  1962)  of  Model  Specification 
S-133^111-1-39,  revised  6  July  1962*  (A.F.  Tech.  Approval 
Pending  10  April  1962)  with  the  exceptions  noted  in  Section 
6.0,  D2- 13288-2. 


V//A3 

.AM  • 


k.  r.  Colyer*  Group  Supervisor 
Environmental  Design  Assurance  Group 
Equipment  Integration  Unit 
Electronic  Design  Project,  Minute man  Branch 
Aero-Space  Division 
The  Boeing  Company 
Seattle*  Washington 


•  See  2.2  herein. 
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